April 1970 


Brief 70-10217 


NASA TECH BRIEF 




HHHHHHHHHHHH 


HHHHMHMHHHHHHHBHI 


NASA Tech Briefs announce new technology derived from the U.S. space program. They are issued to encourage commercial 
application. Tech Briefs are available on a subscription basis from the Clearinghouse for Federal Scientific and Technical 
Information, Springfield, Virginia 22151. Requests for individual copies or questions relating to the Tech Brief program may 
be directed to the Technology Utilization Division, NASA, Code UT, Washington, D.C. 20546. 


HHHMHH 


■HU 


Improved Shielding Termination Adapter 
for Electrical Cable Connectors 



In one type of commercially available shielded- 
cable connector, the metal shielding braid (cable 
sheath) is grounded by expanding the wires at the end 
of the braid and clamping them between the braid 
ring and the braid ferrule of the connector. The cut- 
away assembly, Figure 1, shows how the lay of the 
sheath wires is uncontrolled in this type of connector. 
Upon disassembly of the connector for inspection, 


the wires are usually so bent and damaged that reas- 
sembly is impractical. 

A new termination adapter, Figure 2 and Figure 3 
(on the reverse side), which has been devised to re- 
place the braid ring component of the cable connec- 
tor, ensures permanent attachment and grounding of 
the sheath wires in a controlled manner. Figure 3 
shows an expanded cross sectional detail of the term- 
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ination and its position relative to a standard crimp- 
type outer ferrule. To secure the wires for grounding, 
the inner ferrule of the termination is slipped inside 
the exposed ends of the sheath wires and the outer 
ferrule is placed over the wires and crimped in place. 

Note: 

This Tech Brief is complete in itself. No additional 
information is available. 


Patent status: 

No patent action is contemplated by NASA. 
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